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XHD HEAVY-DUTY 


Concentrate & 50/50 Premix 


Major diesel engine manufacturers estimate that more than 50% of engine failures are cooling system related. 
Worn rings, scuffed pistons, cracked heads and corroded bearings may appear to have nothing in common with the 
cooling system, when in fact, these problems are often the symptoms of improper cooling system maintenance. 
Using a heavy-duty coolant can help you avoid premature engine failure. 


XHD FEATURES AND BENEFITS 


e Fully formulated with supplemental coolant additives (SCA) — no initial pre-charge required 
e Superior liner pitting protection for wet sleeve cylinder liners 
e Extends water pump life 


e Excellent, long-term corrosion protection of all cooling system metals including aluminum, brass, cast iron, 
steel, solder and copper 


e Compatible with conventional coolants. Mixing or diluting with non-equivalent coolants will reduce 
protective properties 


e Recommended for diesel, gasoline and natural gas engines 
e Phosphate free to reduce scale deposits 
e Protects against winter freeze up and minimizes the chance of summer boil over 
e Available in concentrate and 50/50 premix. Premix formulation contains demineralized, 
reverse osmosis treated water with freeze protection to -34°F/-37°C 
e Formulated with Bitrex® bittering agent to reduce the likelihood , — 
of accidental animal ingestion 


1 GALLON/3.79L B30201 B30201C B30204 
2.50 GALLON/9.46L N/A N/A B30205 
55 GALLON/208.19L B30202 B30202 B30206 
330 GALLON TOTE/1249.20L B30203 B30203 B30207 
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